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Introduction: 

Trapping 99.97% or higher of 0.3u.m particles; 
Adopt computer-controlled automatic production line for 
manufacturing, the crest height of folding filter material 
can be regulated steplessly between 22~96mm. Do you 
want to have the Gas filter ? 
Features: 

Using glass fiber filter paper as the filter material; 
Each filter is through rigorous testing; 
Adopt international standards sizes. 
Application: Suitable for electronics, pharmaceutical 
industry, hospital, and the occasions required the high 
cleanliness terminal filtration. 
See more at: http://www.hefilter.com/Air-filters/ 
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Introduction: 

Filtration efficiency rating G4~F8 is available for selection; 
Using special low-resistance and high-throughput 
composite fabric of synthetic fiber as the filter material, 
with a high dust containing capacity; 
The filter can be with the frame made up of aluminum 
alloy, galvanized steel, stainless steel or plastic. The 
product Gas Turbine Prefilter we supply is the best. 
Application: Suitable for the electronics, bio- 
pharmaceutical, machinery, instrumentation, 
petrochemical and light industry as general air 
purification systems. 

See more at: http://www.hefilter.com/Air-filters/ 




Introduction: 

Trapping 65~95% of >1.0u.m particles; 
Using special low-resistance and high-throughput non- 
woven fabrics as the filter material, with a high dust 
containing capacity; 

Frame can be made of galvanized steel sheet, stainless 
steel sheet, aluminum alloy or ABS plastic. 
The Gel Seal Hepa Filter is best for your house! 
Application: Suitable for the electronics, bio- 
pharmaceutical, machinery, instrumentation, 
petrochemical and light industry as general air 
purification systems. 

See more at: http://www.hefilter.com/Air-filters/ 




Introduction: 

Aluminum frame structure, reducing the frequency of 
cleaning and maintenance of the filter; 
Multi-layer corrugated aluminum mesh, low initial 
resistance, high dust holding capacity and long service 
life; 

Light weight and compact, easy to install; 

Can use compressed air or cleaning fluid to wash 

repeatedly; 

Greatly reduce the risk of fire; 

Good heat dissipation, extend the life of the fan motor. 
The Hepa filter H14 is available for you home! 
Application: Suitable for the electronics, bio- 
pharmaceutical, machinery, instrumentation, 
petrochemical and light industry as general air 
purification systems. 

See more at: http://www.hefilter.com/Air-filters/Air- 
filters 2.shtml 



Introduction: 

Trapping 40~60% of >5.0u.m particles; 
Using special low-resistance and high-throughput non- 
woven fabrics as the filter material, with a high dust 
containing capacity; 

Frame can be made of cardboard, galvanized steel sheet, 
stainless steel sheet, aluminum alloy or plastic. 
Give you some tips about HEPA & ULPA Filters . 
Application: Suitable for the electronics, bio- 
pharmaceutical, machinery, instrumentation, 
petrochemical and light industry as general air 
purification systems. 

See more at: http://www.hefilter.com/Air-filters/Air- 
filters 2.shtml 





Once you have any questions, you can 

contact us: 
Tel: +86 21 67632698 
Mail: echo@hefil.com 



